206     NONDOCKETED ITEMS

9107320114 Notation vote approving SECY-91-174,proposed rev to policy statement,
"Cooperation W/States at Commercial Nuclear Power Plants & Other Nuclear Produc-
tion or Utilization Facilities."

ROGERS.K.C. Commissioners (Post 750119). 91/06/14. CHILK.S.J. Office of the Sec-
retary of the Commission. 1p. 58492:171-58492:171.

9107220201 Forwards NRC Annual Rept of Admir^of Sunshine Act for CY90, in accord-

'05/29. QUAYLE.J.D. Senate.

ance w/Section 3(j) of Public Uw 94-409 (5 USC 552b(j)}.
CARR.K.M. Commissioners (Post 750119). CCS. 91/0~

2pp. 58539:192-58539:193.

9107220278 Forwards response to GAO recommendations in Mar 1991 rept, "Nuclear
Nonproliferation:Confrols Over Commercial Sale & Export of Tritium Can Be Im-
proved."

REMICK.FJ. Commissioners (Post 750119). CCS. 91/06/21. BOWSHER.C.A. Genera!
Accounting Office. SHARP.P.R. House of Rep., Energy & Commerce.
KOSTMAYER.P.H. House of Rep., Interior & Insular Affairs. 10pp. 58537:221-
58537:230.

SI07230155 Provides comments on Commission views on national energy strategy leg-
islation.

ROGERS.K.C. Commissioners (Post 750119). CCS. 91/06/26. GRAHAM.B.,
GRAHAM.B, Senate, Environment & Public Works. JOHNSTON.J.B. Senate, Energy &
Natural Resources. 9pp. 58548:239-58548:246.

9107240204 Forwards NRC rept on AOs at licensed nuclear facilities for first calendar
quarter 1991.

SELIN.I. Commissioners (Post 750119). 91/07/12. QUAYLE.J.D. Senate, President of
the Senate. FOLEY.T.S. House of Rep., Speaker of the House. 2pp. 58626:155-
58626:156.

9107240223 Responds to 910624 Itr re insp of weld radiographs at facility.NRC as-
signed three ASME Level III qualified radiographers to review 11 radiographic
packages.No indications found re quality of welds.

SELIN.I. Commissioners (Post 750119). 91/07/17. KOSTMAYER.P.H. House of Rep.,
Interior & Insular Affairs. 2pp. 58552:062-58552:065.

-9107240339 Expresses concern that NRC continues to evade confronting conse-
quences resulting from breakdown in radiograph insp process that occurred during
const of Seabrook Station.

KOSTMAYER.P.H. House of Rep., Interior & Insular Affairs. 91/06/24. CARR.K. Com-
missioners (Post 750119). 2pp. 58552:064-58552:065.

9107240236 Discusses 910722 staff meeting w/util re programmatic & technical details
of pressure vessel insp program planned for Apr 1992.Requests that NRC explore
possibility of moving date of determination of state of pressure vessel.
ROGERS.K.C. Commissioners (Post 750119). 91/07/15. TAYLOR.J.M. Ofc of the Ex-
ecutive Director for Operations. 1p. 58550:248-58550:248.

9107250001 Responds to 910408 Itr expressing concern re staff conclusions on Nuclear
Safety Review Staff rept on corrective action at TVA & testimony before NRC.NRC
does not believe recipient provided false info to NRC.

CARR.KM. Commissioners (Post 750119). 91/06/12. WHITE.SA Affiliation Not As-
signed. 1 p. 58558:041-58558:042.

-9107250002 Advises that author made no statement similar to statement made by
TVA general counsel who was found guilty of making matt false statement. Requests
that transcript be corrected.

WHITE.S.A. Affiliation Not Assigned. 91/04/08. CARR.K.M., CURTISS.J.R.,
REMICK.FJ. Commissioners (Post 750119). 1p. 58558:042-58558:042.

9107250004 Responds to request for Federal Drug-Free Workplace Program semiannu-
al rept form.Completed form covering Oct 1990 to Mar 1991 encl.
ROGERS.K.C. Commissioners (Post 750119). 91/07/08. AUTRY.J.H. Health & Human
Services, Dept of, U.S. Public Health Service. 25pp. 58575:091-58575:115.

9107250020 Weekly info rept for wk ending 910712.

BLAHA.J.L Assistant for Operations (Post 890205). 91/07/17. 31pp. 58537:079-
58537:109.

9107260152 Provides personal endorsement of Mr Clearys work re EIS.
SELINJ, Commissioners (Post 750119). 91/07/17. KEARNEY President of U.S. & Ex-
ecutive Offices. 1p. 58590:059-58590:085.

-9107260156 Advises of nomination of DP Cleary for Presidents Environ & Conserva-
tion Challenge Award in Innovation Award Category.

SELIN.I. Commissioners (Post 750119). 91/07/17. KEARNE.P. President of U.S. &
Executive Offices. 26pp. 58590:060-58590:085.

9107260208 Responds to 910627 Itr re GAO rept on NRC relationship w/INPO.NRC
concurs in GAO recommendation to establish NRC policy that all safety notices be
issued by agency & remain part of public record.

SELIN.I. Commissioners (Post 750119). 91/07/19. MARKEY.EJ. House of Rep. 1p.
58572:194-58572:196.

-9107260211 Ack receipt of rept from GAO re NRC relationship w/INPO. Rept de-
scribed serious public info problem that NRC should remedy.NRC must issue own
safety notices to fully meet responsibility to protect public access to safety info.
MARKEY.EJ. House of Rep. 91/06/27. CARR.K.M. Commissioners (Post 750119).
2pp. 58572:195-58572:196.

9107260223 Requests that moratorium on processing NRC submissions for SES qualifi-
cation review board approval be lifted & that ORB submissions for MV Federline & SG
Bums be processed immediately.

SELIN.I. Commissioners (Post 750119). 91/07/19. NEWMAN.C.B. Office of Personnel
Management. 1 p. 58569:303-58569:304.

-9107290196 Informs that processing of senior executive svc qualifications review
board submissions suspended until new chairman appointed.
ROEHMER.S. Office of Personnel Management 91/05/15. BIRD.P. Ofc of Personnel
(Post 870413). 1 p. 58569:304-58569:304.

9107290155 Expresses thanks for 910628 Itr inviting Chairman Selin to meet in Vienna
on 910709.

ROGERS.K.C. Commissioners (Post 750119). 91/07/08. TOEPFER.K. Youngstown
State Univ., Youngstown, OH. 3pp. 58591:077-58591:079.

9107310345 Responds to 910625 Itr re serious safety concerns at facility discussed at
900905 ACRS hearing.Current uncertainties in several factors affecting safety decision
will be reduced by research programs undertaken by licensee.
SELIN.I.   Commissioners   (Post  750119).   91/07/24.   KERRY.J.F.,   KENNEDY.E.M.
Senate. MARKEY.EJ. House of Rep. 11pp. 58636:260-58636:341.

-9108010140 Requests expeditious review of info re serious safety concerns at plant
KENNEDY.E.M. Senate. 91/06/25. CARR.K.M. Commissioners (Post 750119). 2pp.
58636:338-58636:339.

-9108010308 Discusses concerns re allegations of embrittlement of pressure vessel at
facility.

SANDERS.B. House of Rep. 91/07/18. SELIN.I. Commissioners (Post 750119). 2pp.
58636:340-58636:341.

CONTRACT me CONTRACTS AMD HQD9FICATIQNS

9107010012 Notification of contract execution.mod 17,to "Operation & Maint of Nuclear
Documents Sys (NUDOCS)." Contractor:SBA. Subcontractor:Statistica,lnc.
ROOS.M.E. Division of Contracts & Property Management (Post 890205). FIN D-1874-
1. 91/06/17. MESSENGER.G., BLANTON.J. NRC - No Detailed Affiliation Given. 1p.
58258:212-58258:237.

-9107010135 Mod 17,extending lease of MV/20000,increasing ceiling amount/evising
statement of work & providing incremental funding.to "Operation Maint of Nuclear
Documents Sys (NUDOCS)."

SMITH.LP. Small Business Administration. POST.H. Statistica. Inc. BELL.S. Division of
Contracts & Property Management (Post 890205). FIN D-1874-1. 91/06/17. 25pp.
58258:213-58258:237.

9107080103 Notification of contract execution: "Experiments for Sealed Westinghouse
RCS Configuration Test Facility," awarded to North Carolina State Univ.
UMBEL.D. Contract Negotiation Branch-2. NRC-04-91-046. FIN L-11081. 91/06/24.
SHERON.B.W.   Division   of   Systems   Research   (Post   880717).   TROUTMAN.C.,
PERSENSKY.J. NRC - No Detailed Affiliation Given. 1p. 58335:001-58335:052.

-9107080122 Contract: "Experiments for Sealed Westinghouse RCS Configuration Test
Facility," awarded to North Carolina State Univ.

SIMS.LB. North Carolina State Univ., Raleigh, NC. MACE.M.H. Division of Contracts &
Property Management (Post 890205). NRC-04-91-046. FIN L-11081. 91/06/24. 51pp.
58335:002-58335:052.

9107100046 Notification of contract execution: "Photographic Reproduction Svcs,"
awarded to Advanced Images, Inc.

BAZIN.J. Contract Negotiation Branch-2. NRC-10-91-131. FIN D-24001. 91/07/10.
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). DEHN.D. NRC - No Detailed Affiliation Given. 1p. 58367:310-58367:352.

-9107100050 Contract: "Photographic Reproduction Svc," awarded to Advanced
Imagesjnc.

*  Advanced Images, Inc. MACE.M.H. Division of Contracts (Pre 870413). FIN D-
24001. 91/07/10. 42pp. 58367:311-58367:352.

9107110155 Notification of contract execution.mod 2,to "Geophysical Data & Weather
Svc."Contractor:Accu-Weather,lnc.

DUBOSE.B.J. Division of Contracts & Property Management (Post 890205). FIN B-
8806-1. NRC-33-89-153. 91/07/08. CRANFORD.G.F. Office of Information Resources
Management (Post 890205). CHEN.E. NRC - No Detailed Affiliation Given. 1p.
58416:314-58416:316.

-9107110159 Mod 2,exercising second yr option & providing funds listed, to "Geophysi-
cal Data & Weather Svc."

*  Accu-Weather, Inc. SCOTT.M.L. Division of Contracts & Property Management (Post
890205). FIN B-8806-1. 91/07/08. 2pp. 58416:315-58416:316.

9107110164 Notification of contract execution: "Network Architecture," awarded to
SBA/l-Net,lnc.

BOYD.D. Division of Contracts & Property Management (Post 890205). NRO33-89-
166-03. FIN L-1782-1. 91/06/14. CRANFORD.G.F. Office of Information Resources
Management (Post 890205). RUNION.D. NRC - No Detailed Affiliation Given. 1p.
58417:049-58417:058.

-9107110173 Ltr contract NRC-33-89-166,issuing task order 3,to "Network Architec-
ture."

MATIA.MJ. Contract Administration Branch 2 (Post 900603). NRC-33-89-166. FIN L-
1782-1. 91 /06/13. SIMPSON.T. I-NET, Inc. 9pp. 58417:050-58417:058.

9107110169 Notification of cooperative agreement.mod 5,to "Maint & Operation of
LPDR." ContractonLouisiana State Univ.

CRAMPTON.SA Division of Contracts & Property Management (Post 890205). FIN D-
24161. NRC-10-87-337. 91/06/21. GRIMSLEY.D.H. Division of Freedom of Informa-
tion & Publications Services (Post 890205). NORTHERN.S.S. Commissioners (Post
750119). 1 p. 58416:347-58416:350.

-9107110174 Mod S.providing FY91 funding in listed amount,extending period of per-
formance & revising statement of work,to <JMaint & Operation of LPDR."
PIKE.R.W. Louisiana State Univ., Baton Rouge, LA. MEEHAN.B- Division of Contracts
& Property Management (Post 890205). FIN D-24161. 91/06/21. 3pp. 58416:348-
58416:350.

9107110177 Notification of cooperative agreement.mod 4,to "Maint & Operation of
LPDR." ContractonAubum Public Library.

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D-
24161. NRC-39-88-200. 91/07/01. GRIMSLEY.D.H. Division of Freedom of Informa-
tion & Publications Services (Post 890205). NORTHERN.S.S. NRC - No Detailed Affili-
ation Given. 1 p. 58416:351 -58416:354.

-9107110180 Mod 4,providing FY91 funding in listed amount.extending period of per-
formance & revising statement of work,to <JMaint & Operation of LPDR."
HATHAWAY.B. Auburn, NE. SCOTT,M.L Division of Contracts & Property Manage-
ment (Post 890205). FIN D-24161. 91 /07/01. 3pp. 58416:352-58416:354.
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